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NOTE: 
REF. BELL SEAL INSTALLATION WORKAID. 
AEROSPACE 
ae S ON WO 
Hk RBT18026 
MAT'L DELRIN/ACETRON GP UNLESS OTHERWISE SPECIFIED 
To DIMENSIONS ARE IN INCHES 
.XXX + .005 FRACTIONS ż 1/8 
XX + .01 ANGLES #.5° 
xX E44 SURFACES = 125/ 
1. BREAK ALL SHARP EDGES 
: .015 x 45° OR .015R 
2. DIMENSIONAL LIMITS APPLY 
2. ATES TNS aun Tou PER 
` ASME Y14.5M-2009 
O | OY | Bo [Part | UNT Description Material B/O INFORMATION OR SPECIFICATIONS PG. LINDSAY USED ON MODEL 
GILBERT BELL 412 
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